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| 1. AT PRESENT FERRY OF 351 INDEFINITELY DELAYED af 
2. PROBLEMS ABE EXCESSIVE RESIDUAL FUEL IN SLIPPERS, POSSIBLE ERRATIC FUEL COUNTER, 
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FUEL LOW LEVEL LIGHT ON AT HIGH COUNTER READINGS. 
osx, 3 THO TEST HOPS at[ | WITH SAME TROUBLES. 
25X1 ie ‘TANK PRESSURE CHECKS GIVE READINGS .85 TO .97 PSI, OBVIOUSLY T0O Low. 
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6. Ai THE MOMENT INTEREST CENTERS ON REGULATOR AND SWIFFLE VALVES. 
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